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' Building A ; T\?o (2)-story tidlih bride liallo and til© 

roof, 57 fe©t long, feet wide, 20 feet high, built during the 
Jepanaso occupation, i"oof bombed dtirizig th® Korean Mar, but re- 
paired after the ArEdijtice. 

1) asSXSa^mJiiis Oae (D-story structure, with cement floor; 
Acconaaodation capacity: 300 pcoplej Furnished with 80 wooc«a 
beaches (seating four (4) people on one (l) bench}; AudltoriTaa: 
40 feet long, 24. feet wide, feet high. 

2) Hanager^s On the second floor, 

3) Office of th e Samsin Coal Mine Party Coamd-ttoe Cbainaan : On th® 
second floor. 

4) Offifie_£ lJ;|;g. SjB f4^^QSl- Miae-Trg4 e_ Leaeuo ^^ 

On the first floox'. 

5) MtaLiasr- a,ml Wsrehous^ r On tb© first floor. 
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One (3.)«8tox7 straoturej, vith ceraent walls and til© 
roof, 30 feot long, 18 fact vri.do, I 4 feet bieJ"!, built d'oring the 
Japanose oocupatiou, destroyfjd during the Korean War, and completely 
repaiz'ed after the Arcistico, 

1) Deputy Managaro* Office, 

2 ) Katerialr. De; 3 ert!Beat. 

3 ) Supply CepartjT ont, 

4 ) Gsjneral Affairs Itepartmeixt, 

Building G ; One (l)->6tory structure, ^d.th cement walls and tile 
Tootf 30 feet long, 1£ feet wide, 15 feet higji, built dxarltg the 
Japanose occupstica, pai*tly destroyed during th© Korean Was , and 
coinpletely repaired after the Arndstics, 

1 ) Booldcaeping Office. 

2 ) Planning Deparemert. 

3) Staff Doper tment. 

4 ) labor Departmeat, 

Bni^dina^ P i On® (i)-£;tory structure, x^ith (semeat walls and til© 
roof, 30 feet long, 20 feet Tjide, 15 feet high, built during the 
Japanoiaa occupation, partly destroyed during tho Korean Waj', and 
co3!5>l(3t0ly repaired after tho Ax’mistiGe. 

1 ) Cliief Engineer's Cffice* 

2) Pit Chief's Office. 

3) Fit Chief's Office. 

4 ) Power Dopartmoat, 

5 ) Survey Bopertrent, 

Building One i.l)~atory staructuro, witJx said walls and tile roof, 
42 feet long, 14 feat wide, ton (10) foot buiJLt iuanadiately 

after the Ai'mistic^. 

1 ) Roception Offies* 

2 ) yarohoufjo of th© Supply D<^artaK«at, 

3 ) Hrlao Booth (Ssmsin Coal Mina Branch, Puk~to.5y^k Natioiial. Store, 
P'yj^Dgyang-sl). 
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One (l)-Btory ebructur®, idth coment walla aaci iron 
plate roof (O.E im thick), 54 foot long, 27 fetrb \;ide, IS feet 
hi^, built iTimodiately after th® Arndstico* 

1) Dressing Room (for Hian)* 

2) Bath Room (for men). 

3) Bath Room (for woiiien), 

4) Dressing Room (for women), 

5) Special Sardtcry Fooa (for womon), 

6) Boiler Room. 

Sui34iBf».G{ On® (l)-rtory structijre, with bri<ik walls ejjd til® 
roof, 54 fcst long, feat wide, 3.5 feat high, b-jiilt 3iimQdiato3.y 
after the Armistico, 

?t.) R®|iair Shop, 

2) Bladcemith'a tihop, 

3) WarehouBO of the S’cjwor Department. 

IlSalits Exploits tiori started in 3.951, full fl.oclgod operation 
comaeacad after ti'® Arrcistic®, and icisucg now in .full swing, 

3.) Winch Rooia, bearded house (t.effijiorary shed), Z) feet long, 18 
foot wid®, 15 feei. lugh. 

2) Cosprossor Room, boarded house (tfffiipox-.ary f had), 20 foot long, 
13 feot wide, 15 feet high. 

3) Rest Room, boerdec^ house (tea^orary oh^), 35 feet long, 3.3 
feot 'trildo, 12 feet lilgh, 

4) Open-air Coal Duj?q;'. 

Maia-B-t t Operation eontimad sine® tbo Japano so rogi^se. 

3.) Winch Room, boarded house, 26 feet lohg, 18 .foot idds, 15 feet 
high, 

2) Compressor Room, loarded house, 20 feet long, 13 feet n.dds, 15 
fe^rb high. 

3) Hast Roan, bo<?rdec. housa, 35 feet long, 18 feat wif2e, 12 feet 
high. 

4) Opou-air Coal Due^, 
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1) Winch Room, boarded houss, 20 foot long, 18 fast Hide, 15 feet 
high. 

2) CosTipressoi’ Room, boarded ho-ase, 20 foot lojig, 18 feet 15 

fast high. 

3) Hsdt Roc®, to^rrloci house, 35 feat long, 18 feet **ido, 12 foot 
high. 

4) 0pGn-ai.r Cod ItelS}^, 

K) Football Plsyri’ound. 

Ij) Volleyball PI -ygrou^ad. 

Apari-moat. 

B uilding. 1 ? Karagor’jj iesidsnoo, one ?,l) -story structure, uith 
cement walls and oemeiit-til© roof, tuo (2) hot floor x-ooirs, 

ore (l) floor roo:, , asd one (l) kitchen of all tlio geic© sijje, 
i.®., 8|-' y. 8|-'. 


Roaiionct: 

sea® aa Bu5..1.d.i]it5’ I, 


of the Party Go/ajrdttee Chairmsui: Structui’o 


1) Nine (9) wirg;': of resldeacea for 27 families of ihe Cod Hiao 
smploycGs, 


2} Ton (10) vrltigc! of residences for 40 families of th© Co/^1 fiih© 
smplojncsa, 

3) Nine (9) wirge, of rseideaces 1‘or 27 fasnilios of th© Coal Kin© 
eaployeos. 

4) 13 things of r'-sidonces for 39 fainilies of 'vhs Cod Mina aEploysea, 
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